Notice No.1 


Rules and Regulations for the 
Construction and Classification of 
Floating Docks 

July 2018 


The status of this Rule set is amended as shown and is now to be read in conjunction with this and prior Notices. 
Any corrigenda included in the Notice are effective immediately. 


Please note that corrigenda amends to paragraphs, Tables and Figures are not shown in their entirety. 


Issue date: November 2018 


IACS/IMO implementation 


Amendments to Effective date ' ‘ 
(if applicable) 


Part 2, Chapter 1, Section 3 Corrigenda N/A 


[2 Lloyd's Working together 
Register for a safer world 


Part 2, Chapter 1 
General Construction — Hull 


7 Section 3 
Longitudinal strength 


3.5 Bending moment 
3.5.4 The maximum stress for the normal operation of the dock is not to exceed 137,34/Ki N/mm. 


3.5.6 The requirements set forth in Pt 2, Ch 1, 3.5 Bending moment 3.5.2, Pt 2, Ch 1, 3.5 Bending moment 3.5.3 and Pt 2, Ch 1, 3.5 
Bending moment 3.5.4 are applicable to floating docks which are intended to be operated near the construction yard. In all other cases 
which involve ocean towage of the floating dock to the operational site, the minimum required section modulus is to be such as to 
ensure that the maximum stress en route does not exceed 170/K_ N/mm’. 
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